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TOOLS 


HAMMERS - DESCRIPTION 


1, GENERAL 


1.01 This section covers Bell System hammers of 
both the coded and noncoded kind. 


1.02 When this section is reissued, the reason for 
reissue will be listed in this paragraph. 


103 The information contained in this section 
supersedes the corresponding imformation 
in Sections 074-117-101 and 074-640-101. 


4148 


P-220613 HEAD 


Automatic hammer. For use on 49- and 141-type 
jacks. 


HAMMER, BALL PEEN, 1-POUND 


fT 


For general use. (Specification AT-7329) 


HAMMER, CLAW, 1-POUND 


3" 


For general use. (Specification AT-7329) 
HAMMER, RIVETING, 4-OUNCE 


The + 


| 


For general use. (Specification AT-7329) 

R-2192 

A 30-ounce rubber mallet, head approximately 
3-1/8 inches by 4-3/4 inches. Overall length 16 


inches. For use in driving multiple wedges when 
clearing trouble in switchboard cable. 


NOTICE 


Not for use or disclosure outside the 


Bell System except under written agreement 
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SECTION 074-223-105 


HAMMER, B, 2-POUND 


v4 = I~7/16 IN. DIA, 


STRIKER 


HAMMER HEAD 


4-1/8 IN. 


COLLAR HANDLE 


- 3/4 IN, DIA. 


TEEN. 


Equipped with a shock-mounted striker with one end tapered for use in restricted areas. 
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